. Approved For Release 1999/09/08 : RRRRE LE roootoeroets2 
’ ne 


14 March 1958 


MEMORANDUM FOR: Project Director 
ATTENTION: Project Contracting Officer 
SUBIECT : Termination of Contract 


25X1A9a 
4. This is to confirm the 3 December 1957 action of 


25X1A9a and Tequesting termination of Contract No. AL~30-5 


= 


with the Perkin-Elmer Corporation for a 9"x9" projector. The 
initial memorandum requesting procurement of this projector was 
dated 8 July 1957. Present requirements do not justify continua- 
tion of this contract. 


@. Procurement of three viewers under the same contract 
was terminated in November 1956. A listing of the residual 
daventory from the cancellation of the three viewers as received 
id this office is encloged. The three viewgraphs are currently 

URE. 


A. C. LUNDARL 
Chief, Project HTAUTOMAT 


Enclosure: 3 
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